7-7

300 r-

250

200

150

100

50

250

120

63

AUG
'79

OCT
'79

DEC

'79

FEB
'80

FIGURE 7-1. Highest NMOR concentrations in area air samples obtained

from a rubber factory between August 1979 and February 1980,
showing reductions achieved.  The October 1979 reduction
was attributed to venting, the December 1979 reduction to
the installation of exhaust canopies, and the February
1980 reduction to the use of a phthalimide derivative
instead of NDPhA.  From Fine and Rounbehler, in press.